No. 850 


increase production and profits 
with 


‘‘Field tested, approved and recommended by Sealed 
Power Corp.’’ The new K-D Piston Ring Compressor 
is the most versatile, efficient and dependable tool 


of its kind on the market. 


Designed to operate both vertically and horizontally. 
Fine tooth ratcheting lock permits bands to be con- 
tracted in extremely small increments—thumb con- 
trol provides immediate release of bands to normal 
position—ready to work on next piston. 


y, 5S SUGGESTED 
eo RESALE 


Complete—includes pliers and 6 bands, covering a 
range of 2%" to 4%". Packaged in strong colorful carton. 








Check these features 








ed 


Select proper 
size band. 





Attach pliers in either vertical or 
horizontal position depending on 


type of installation. Lubricate rings. 
Apply tool over piston 


with correct side down— 


compress ring. ‘ 
COMING SOON: ‘‘Special’’ adapter for slant P g Tap with mallet or 


block engines—Lincoln, Mercury and Chevrolet similar tool. 


m Compressor can be used to transport piston and connecting rod assembly from bench to engine 
m Pliers fit bands vertically or horizontally m Uniform Compression of Rings m Self locking ratchet— 
instant release m Bands stay locked firmly in place m Extra strong for long life m Plated, sure grip handles 


No. 851SP 
Piston Ring Compressor Pliers with the 1 most popular size band ( 3%” to 354” ) skin packed for the 
"Big Disoiay. . semi... . i pic etaen i . , be SD Gh Me Ue we AE By de, oe . Suggested Resale $5.25 


No. 850H 
Piston Ring Compressor Pliers (No rings included). .............. Suggested Resale $3.40 


No. 850B 
Piston Ring Bands: 2%" to 344"—34" to 3%"—3%" to 3%"— 
35" to 3%"—3%" to 444"—444"to 45%"... 2... . Suggested Resale $2.00 each. 






Eliminate damage to drain plugs Shiu Packed 
CRANKCASE DRAIN PLUG WRENCH 


No. 413SP 
Fits all 1961 to '63 Oldsmobile crankcase drain plugs and all 1962-63 Valiant dif- 
ferential drain plugs. 


=a Made of special heat treated steel. 
= Designed and precision made to fit 8 point drain plug sockets. 
a Attractively skin packaged for ‘‘Big 8’’ display. 


Available by December Ist Suggeste Resale $1.°° 
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